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SPECIFICATION CONTROL DRAWING 


D 
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PURCHASE 
MATERIAL: 
AISI 303 SS ROUND BAR 
(NOTE: AIS1304/316 
NOT ACCEPTABLE) 
8 
SPECIFICATION: 
ASTM A582 
- 
PART NUMBER: 
M303RID.DDDI 
DIA. 


WHERE "D.DDD" = DIAMETER 
IN INCHES 


EG. 0.75" ROUND BAR = M303RO.750 
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REV. 


REFORMAT 
DWG, ADD SPECS (ZN D8-1), 
REF PAR 08-020A 


NEW ISSUE 
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